Cumulative Index 1987 


Volume 20 


February NEUROLOGIC DISORDERS IN OTOLARYNGOLOGY, pages 1—206 


May 
August 


THE TONSILS AND ADENOIDS, pages 207-424 
FACIAL PLATING, pages 425-640 


November RHINOPLASTY, pages 641-945 


Note: Page numbers for articles appear in boldface type 


Acetylcholine, release, neuromuscular disor- 
ders and, 196-197, 198 
ACTH, in multiple sclerosis, 59 
Adenoid facies, 250-252, 254 
Adenoidectomy, anesthesia for, 331-344 
complications of, 383-390 
contraindications to, 350, 351-352 
“controlled” studies of, implications of, 
409-413 
conventional surgery in, 352-353 
fatalities associated with, 383-385 
history of, 415-419 
in cardiopulmonary syndrome, 238 
in ear disease, 287, 289-290 
indications for, 351 
laser. See Laser tonsillectomy and ade- 
noidectomy. 
pain following, 387 
pediatric indications for, 315 
postoperative bleeding in, 385-387 
postoperative care, 360-361 
preparations for, 353-354 
recurrence of adenoids following, 389 
technique of, 354-356 
tissue trauma associated with, 388 
Adenoids, 207, 212-213, 216 
and allergy, 299 
and tonsils, pathology of, 279-286 
traditional approach to surgery of, 349— 
363 
antibody production in, 221 
immunological structure of, 220-224 
mouth breathing and, 242-245 


tissue development, pharyngeal lymphoid 
tissues and, 249-252, 255 
Aerobic infectious organisms, of oral cavity, 
262-264 
Aerodigestive tract, upper, immunology of, 
219-220 
Aging, dizziness in, 88 
Airway, management, for anesthesia, 336— 
337 
obstruction, maxillofacial development in, 
242 
nasal, and development of jaws, 241 
Alar base surgery, 907-911 
technique of, 910, 911 
Alcohol syndrome, fetal, 20-21 
Allergy, diagnosis and treatment of, ap- 
proach to, 302 
late-phase reactions and, 298-299 
mast cells and basophils, 295, 297 
pharyngeal lymphoid tissue and, 295-303 
Alloplastic reconstruction, primary, of man- 
dible, 520-521 
Aminoglycosides, ototoxicity, dizziness in, 
93-94 
Amyotrophic lateral sclerosis, clinical fea- 
tures of, 198-199 
diagnosis of, 199 
prognosis in, 199 
Anaerobic bacteria, of oral cavity, 264-266 
Anesthesia, airway management for, 336— 
337 
equipment and monitoring for, 333-334 
for open rhinoplasty, 839 
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Anesthesia (Continued) 
for rhinoplasty, 721-742 
for tonsillectomy and adenoidectomy, 
331-344 
in sleep apnea syndrome, 342-343 
general, for rhinoplasty, 737-739 
high-frequency ventilation and, 337-338 
in bleeding tonsils, 340-341 
induction of, 335-336 
intravenous, 339-340 
local, for rhinoplasty, 736-737, 739 
premedication, 334-335 
preoperative considerations for, 332-333 
risk, 332 
vapors and gases, 338 
Antibiotics, following mentoplasty, 901 
prior to rhinoplasty, 854-855 
Antidepressants, tricyclic, in vascular head- 
ache, 78 
Anti-inflammatory agents, in vascular head- 
ache, 78-79 
Antimicrobial therapy, and bacterial flora of 
oral cavity, 260 
AO technique, advantages of, 474 
biomechanics of, 441-446 
complications of, 474-475 
cosmetic and sensory considerations in, 
476 
dynamic compression plates for. See 


Compression plate(s), dynamic eccen- 
tric. 

for bridging of mandibular defects, 519- 
533 


for rigid internal fixation of mandibular 
fractures, 441-456 
for treating fractures of edentulous mandi- 
ble, 457-477 
functional rehabilitation following, 527- 
528 
in caucer surgery of mandible, 524 
in mid-facial fractures, 565-566 
indications for, and plate selection for, 
462-463 
instrumentation for, 463-465, 466 
lag screws for, 454, 455 
maintenance of preresection bony posi- 
tions in, 524, 525 
placement of screws in, 523-524 
results of, 527, 528 
stabilization plate for, 446, 447-452 
surgical techniques for, 465-466, 467, 523 
tension-band plate for, 446, 449-451 
tension-band splint in, 446, 447-449 
tension banding in, 445-446, 447 
theory and principles of, 458-462 
versatility of, 521 
Apert’s syndrome, maxillae in, 246-247 
Arnold-Chiari malformation, 25-26 
Arnold-Chiari syndrome, dizziness in, 89-90 
Augmentation, nasal and chin, materials for, 
918-925, 926-927 
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Avatine, for nasal augmentation, 917-918 
Axonotmesis, facial nerve, 117-118 


Bacteria, of oral cavity, 259-267 
Bacterial infections, 30-31, 84-85 
Barotrauma, otitic, 92, 103 
Beauty, concepts of, 675-676 
Bell's palsy, 84, 100-101 
Bending pliers, 522 
Bending strength, of fracture areas, and 
standard bone, compared, 577 
Bending stress, osteosynthesis under, stabil- 
ity of, 576 
Bleeding. See Hemorrhage. 
Blood vessels, of nasal septum, 745-748 
Bobbing, ocular, 45 
Bolts, in THRP system reconstruction 
plates, 541-542 
Bone(s), alignment of fragments of, in facial 
fractures, 561 
Bone(s), benign lesions of, 280 
temporal, trauma to, 92, 104 
tumors of, 90-91, 104 
Bone grafting, and lag screws, in facial frac- 
tures, 563 
primary, in recor struction of mandible, 
520 
Bone grafts, 915 
genioplasties and, 491 
Bone healing, direct, 429-434 
bone remodeling in, 432-434, 435, 436 
complications of, 437, 438 
definition of, 427 
fixation techniques in, 430-432 
direct and indirect, after operative frac- 
ture treatment, 425-440 
indirect, 427-429 
bone remodeling in, 428, 430, 431 
complications of, 437, 438 
definition of, 427 
fixation techniques in, 429, 432 
under axial compression osteosynthesis, 
575-578 
Bone loss, segmental, treatment of, 509-514 
Bone plates. See also Compression plate(s); 
Reconstruction plate(s). 
in stabilization of facial bones, 559 
Bone plating, simple, noncompressive, 579 
Botulism, 29 
Brain stem, disorders, dizziness in, 85-86 
encephalomyelitis, 25 
motor nuclei, 24-25 
Branemark implants, in hemimandibulec- 
tomy for giant-cell granuloma, 550-551, 
552 
Breathing problems, postrhinoplasty, causes 
of, 717 
Browne, Denis, 418 
Burkitt's lymphoma, 284 
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Callus formation, in indirect bone healing, 
427, 428 
Camera equipment, for rhinoplasty, 665-666 
Cancellous bone chips, for bridging mandi- 
bular defects, 519 
Cancer surgery, of mandible, AO technique 
in, 524 
Carcinoma, cystic, of neck, 284 
nasopharyngeal, 285 
of tonsils, 283-284 
Cardiopulmonary syndrome, 235-238 
differential diagnosis of, 237-238 
histories and physical findings in, 236 
hypoxia and hypercapnia in, 237 
laboratory findings in, 237 
mechanisms for developing, 236-237 
treatment of, 238 
Cardiovascular system, assessment of, for 
rhinoplasty, 723-726 
Carotid artery, trauma, with thrombosis, 30 
Cartilage(s), benign lesions of, 280 
of nose, 648, 680 
surgery of, 711-716 
septal, and septal deformity, 760, 761 
growth activity in, 752 
management of, 756-757 
Cartilage grafts, 915-916 
Cartilage-splitting approach, in non-Cauca- 
sian rhinoplasty, 879 
Central vestibular disease, diagnosis of, his- 
tory in, 104-105 
physical examination in, 105 
treatment of, 105-106 
Central nervous system, degenerative le- 
sions of, dizziness in, 89 
normality or abnormality, factors deter- 
mining, 16 
penetrating injuries, occult, 31 
proximity of otorhinal structures to, disor- 
ders based on, 30-31 
tumors, dizziness in, 91-92 
vascular supply of, disorders of, 30 
Cephalagia, benign orgasmic, 73-74 
Cephalocele, 16-17 
Cerebellopontine angle tumors, dizziness in, 
91 


Cerebrospinal fluid, in multiple sclerosis, 58 
otorrhea, cause of, 31 
Cerebrovascular disease, headaches in, 74—- 
75 
Cheekbones, augmentation of. See Malar- 


plasty. 
Cheiloplasty, adjunctive reduction, 889-890 
non-Caucasian ce and, 877-894 
reduction, 890-892, 893, 894 
Chemotherapeutic agents, dizziness and, 94 
Child(ren), with special otorhinolaryngologic 
relationships, clinical neurologic disor- 
ders in, 13-34 
Chin, augmentation of, 925-926 
grafts and implants in, 913-930 


materials for, 914-924, 925-926 
recessed, classification of, 896-897 
preoperative planning in, 896 
Chlamydia, infections caused by, 266 
Choanal atresia, 245-246 
Chromosomal genetic diseases, 3—4 
Cleft face syndrome, median, 19 
Cleft lip, 19-21 
Cleft palate, 19-21 
nasopharyngeal growth and, 247-249 
soft palate length and, 253 
Clindamycin, in peritonsillar infections, 277 
in streptococcal tonsillitis, 269 
Cluster headache, 73 
Coagulation, disorders, diseases of Waldey- 
er's ring in, 317-329 
normal mechanisms of, 318-320 
Coagulation factors, properties of, 324 
Cochleosacculotomy, in vertigo, 99-100 
Cogan’s syndrome, 84, 101 
Collagen grafts, 916-917 
Communication with patient, for rhino- 
plasty, 678 
Compression osteosynthesis, axial, bone 
healing under, 575-578 
histiologic findings in, and advantages of, 
577-578 
in facial fractures, 560-561, 564 
mandibular compression-screw system in, 
582-583 
rapid healing with, 577 
secondary fracture healing in, 577, 578 
Compression plate(s), and screws, in facial 
fractures, 560, 561 
dynamic, eccentric, application of, 466- 
473 
for AO technique, 450, 451, 452-454 
holes in, 460, 461 
in edentulous mandible, 459-462 
for AO technique, 442-445, 446 
lag screw in, 488, 489, 490 
removal of, 492 
in LeFort fractures, 568, 569 
in nasoethmoid fractures, 568 
in zygomatic fractures, 567 
lag screws and, in comminuted mandibu- 
lar fractures, 503-506 
mandibular, and iliac free bone flap, 630- 
631 
screws for, 573, 574, 575 
self-tapping screws for, 579-580 
three-dimensionally bendable, 521-523 
for defect bridging in mandibular frac- 
ture, 506-507, 511-514, 515 
treatment of pseudarthrosis by, 582-583 
Compression plating technique, Arbeitsge- 
meinschaft fiir Osteosynthesefragen. 
See AO technique. 
Computed tomography, in vestibular 
schwannomas, 154, 155 
Computers, in rhinoplasty, 670-673 
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Concussion, labyrinthine, 92, 102 
Condylar process, prosthetic, and THRP 
system, 546-547 
retention of, in mandibular reconstruction 
after resection, 547-548 
Condyle, fracture(s) of, and fracture of as- 
cending ramus, 499-500 
and LeFort fractures, 500, 501, 502 
displaced, plating of, complications of, 
517 
rigid internal fixation in, 497-500, 501, 
502, 503 
Congenital aplasia, of nuclei, 25 
Congenital disorders, dizziness in, 89-90 
Cor pulmonale. See Cardiopulmonary syn- 
drome. 
Corticosteroids, in multiple sclerosis, 59 
Cottle test, 705-706 
Counseling, by clinical geneticist, 8, 11 
Cranial nerve, disorders of, 26 
Craniofacial abnormalities, 13-14 
Craniofacial suspension, in facial fractures, 
570 
Craniomaxillofacial surgery, reconstructive, 
minicompression system in, 596-599 
Craniosynostosis, 14-15 
Cranium, stabilization of, in LeFort frac- 
ture, 564 
Crouzon’s syndrome, maxillae in, 246-247, 
248 
Crowe, Samuel J., 417-418 
Crus, lateral, cephalic excisions of, 650, 651 
medial and lateral, 680 
Cryosurgery, for tonsillectomy, current sta- 
tus of, 367 
liquid nitrogen in, 365-366, 369 
immunologic response to, 366 
in treatment of lymphoid tissue of Wal- 
deyer’s ring, 365-370 
pathophysiology of, 367-368 
technique of, 368-370 
Cytomegalovirus, infections caused by, 266 


Decompression, in facial paralysis, 128-130 

Demyelinating disease, acute and chronic, 
51-63 

Dental development, in mouth breathing, 
241-242, 254 

pharyngeal lymphoid tissue and, 241-257 

Dentures, and AO mandibular reconstruc- 
tion plate, 527-528 

Dermatomyositis, 29 

Dermis grafts, 916 

Diet(s), postoperative, in tonsillectomy, 347, 
361 

Differentiation cascade, fracture heaiing 
and, 435 

Digitalis, in cardiopulmonary syndrome, 238 
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Diphtheria, facial-laryngeal, 27 
Diplopia, in multiple sclerosis, 53 
Diuretics, in cardiopulmonary syndrome, 
238 
Dizziness, etiology of, 83-95 
Dorsum, bony, problems of, following rhin- 
oplasty, 868-870 
cartilaginous, and bony, surgery of, 825- 
835 
in deviated nose, 833 
in open rhinoplasty, 845-846 
over-reduction of, 830-831 
surgery of, implants in, 831 
refinements of, 830-834 
septal surgery prior to, 828 
technique of, 827-830 
width and length of, 833-834 
Drill guide, for orbital rim, 567, 568 
Drug(s), toxicities, neuromuscular disorders 
associated with, 196-197 
Dysautonomia, familial, 28 
Dysmetria, ocular, 44-45, 46 
Dysmorphic facies, 17-18 
Dysphonia, spasmodic, 161-178 
as central nervous system disorder, 
169-171, 172-173 
diagnosis and management of, 171-176 
history of, 161-162 
surgical treatment of, 166-169, 176 
theories of, organic, impact of, 165-166 
origins of, 162-165 
Dystrophy, myotonic, 29 


Eagle’s syndrome, 308 
Ear(s), inner, autoimmune disease of, dizzi- 
ness in, 84 
fistula of, 102 
malformations of, diagnosis and man- 
agement of, 102 
Ear disease, anatomic considerations in, 
291-292 
immunologic implications of, 290-291 
in inflammations of Waldeyer’s ring, 287- 
294 
socioeconomic considerations in, 288 
surgical treatment of, 289-290 
EEC syndrome, 20 
Electromyography, in facial paralysis, 126 
Electroneuronography, in facial paralysis, 
126 
Embryologic origin, neurologic disorders 
based on, 13-21 
Encephalitis, focal otitic, 30-31 
Encephalocele, 16-17 
Encephalomyelitis, allergic, experimental, 
56 
brain stem, 25 
Encephalopathy(ies), static nonprogressive, 
23 
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Enflurane, 338 

Eosinophilia, allergy and, 297 
Etomidate, 339 

Evans, Gwynne, 419 

Eye(s), oscillations, 44—45 


Face, analysis of, 656-665 
for rhinoplasty, 653-674, 895-896 
anatomy of, in fracture repair, 559-565 
crush injury of, 562, 563 
defects of, median hypoplasia, 18-19 
development of, nasal septum and, 245 
dysmorphic, 17-18 
fractures of. See Fracture(s), facial. 
growth of, maxilla and, 246-247 
ideal measurements and angles of, 826 
lateral, abnormalities of, 21 
mid and upper, fractures of, plate fixation 
of, 559-572 
palsy of, in multiple sclerosis, 53 
proportions of, aesthetic, 653 
skeleton of, reconstructive surgery of, vi- 
tallium Luhr systems for, 573-606 
Facial nerve, physiology of, 116-117 
repair, 119-120 
Facial paralysis, 113-131 
anatomic considerations in, 114-116 
clinical evaluation of, 123-126 
due to infection, 121-122 
idiopathic, 120-121 
pathology of, 120-123 
pathophysiology of, 117-119 
treatment of, medical, 127-128 
supportive, 127 
surgical, 128-130 
Family studies, by clinical geneticist, 10-11 
Fazio-Londo disease, 25 
Fentanyls, 339-340 
Fetal alcohol syndrome, 20-21 
Fetal hydantoin syndrome, 20-21 
Fibrinolysis, 320 
Fistula, inner ear, 102 
perilymphatic, dizziness in, 92-93 
Fixation technique(s), in direct bone heal- 
ing, 430-432 
in facial fractures, 564, 565-569 
in indirect bone healing, 429, 432 
intermaxillary, disadvantages of, 479-480 
rigid internal, complications of, 517 
history of, 495 
in complex and comminuted mandible 
fractures, 495-518 
in mandibular repair, 496 
objectives of, 496-497 
plate types for, 496 
sites and types of fractures treated with, 
496 
Flap(s), free, with rigid internal fixation. See 
Free-tissue transfer, with rigid internal 
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pectoralis major myocutaneous, in recon- 
struction, 623 
reconstruction plate and, 627-628 
rectus abdominis myocutaneous free, and 
AO reconstruction plate, following 
tumor resection, 624-628 
Flutter, ocular, 45 
Fracture(s), facial, areas of, 564 
considerations in, 563-564 
frontal, plate fixation of, 567 
plate fixation of, complications in, 569 
outcomes of, 570 
repair of, goals of, 563 
principles of, 559-565 
gap, management of, in compression os- 
teosynthesis, 577, 578 
healing of. See also Bone healing. 
differentiation cascade and, 435 
resorption of fragment ends and, 436 
secondary, in compression osteosyn- 
thesis, 577, 578 
mechanical correlates to morphologic find- 
ings in, 434-439 
mid-facial, AO system in, 565-566 
complex mandibular fractures with, 
514-516 
minicompression system in, 594-596, 
597 
plate fixation in, 565-566 
stabilization of occlusion in, 566 
surgical repair of, exposure for, 566-567 
nasoethmoid, plate fixation of, 568 
of condyle and condylar neck, rigid inter- 
nal fixation in, 497-500, 501, 502, 503 
of mandible. See Mandibular fracture(s). 
of mid and upper face, plate fixation of, 
559-572 
temporal bone, dizziness in, 93 
treatment of, operative, complications of, 
426 
direct and indirect bone healing 
after, 425-440 
zygomatic, compression plate in, 567 
Free-tissue transfer, microvascular, with 
rigid internal fixation, of mandible, fol- 
lowing tumor resection, 621-633 
with rigid internal fixation, advantages of, 
628-629 
background of, 622-624 
disadvantages of, 629-630 
plates and flaps in, 624-628 
results of, 628 
Freiburg drill guide, for orbital rim, 567, 
568 


Frontonasal dysplasia, 19 


Genetic disease(s), burden of, 8 
categories of, 1-4 
chromosomal, 3-4 
diagnosis of, disclosure of, 8 
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Genetic disease(s) (Continued) 
monogenic, 1-3 
multifactorial, 4 
recurrence risk of, 8-9 
reproductive alternatives in, 9-10 
Geneticist, clinical, functions of, 7-11 
Genetics, of neurologic syndromes, 1-12 
Genioplasty advancement procedure, mini- 
compression system in, 602, 603 
Genioplasty(ies), and bone grafts, 491 
Glomerulonephritis, poststreptococcal, fol- 
lowing pharyngitis, 314-315 
Glomus tumors, diagnosis and management 
of, 101-102 
Glue ear, 287, 288 
Glues, tissue, and implants, 923-924 
Goldman rhinoplasty, 789 
Grafting, bone. See Bone grafting. 
Grafts, 914 
and implants, in augmentation of nose and 
chin, 913-930 
bone, 915 
cartilage, 915-916 
Gram-positive cocci, anaerobic, infections 
caused by, 264-266 
Granuloma, giant-cell, hemimandibulectomy 
for, reconstruction with TMJ prosthesis 
in, 550-551, 552 
Guillain-Barré syndrome, 123 


Halothane, 338 
Head, anatomy of, headaches and, 66 
and neck, radiotherapy of, pharyngeal 
lymphoid tissues in, 378-379 
Headache(s), acute, treatment of, 77-78 
anatomy of head and neck and, 66 
clinical classification of, 68 
cluster, 73 
epidemiology of, 65-66 
in cerebrovascular disease, 74-75 
pathogenesis of, 66-68 
vascular, 65-82 
diagnostic evaluation of, 75-76 
systemic/toxic causes of, 75 
treatment of, 77 
prophylactic, 78-79 
vascular causes of, 68 
Hearing, preservation, in vestibular schwan- 
nomas, 157 
Hemimandibulectomy, and exarticulation, 
TMJ prosthesis after, 550-551, 552 
minicompression system in, 589, 59] 
Hemophilia A and B, 323-326 
Hemorrhage, cerebellar, 86, 107 
drugs associated with, 324 
following rhinoplasty, 858-859 
intralabyrinthine, dizziness in, 86-87 
postoperative, in adenoidectomy, 385-387 
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in surgery of Waldeyer’s ring, 317 
in tonsillectomy, 385-387 
management of, 391-397 
Hemostasis, blood vessels and, 318 
disorders, treatment of, presurgical, 323- 
327 
platelets and, 318 
Histamine receptors, actions mediated by, 
296 
Hodgkin's disease, epidemiology of, 400 
etiology of, 400-401 
tonsillectomy and, 399-404 
Holoprosencephaly, 18-19 
Hydantoin syndrome, fetal, 20-21 
Hypertelorisin, 18 


Iliac free flaps, in reconstruction of mandi- 
ble, 520 
mandibular compression plate and, 630- 
631 
Immobilization, in operative fracture treat- 
ment, 426 
Immunodeficiency, ear disease and, 290-291 
Immunoglobulins, allergy and, 296 
middle ear effusions and, 301 
Immunology, disturbances of, following ton- 
sillectomy, 388, 399-400 
Implants, alloplastic, 914-915 
and grafts, in augmentation of nose and 
chin, 913-930 
biologic, 914 
in malarplasty, 905, 906 
in mentoplasty, 896, 898-899, 900, 901- 
903 


in rhinoplasty, 855-856 
in surgery of nasal dorsum, 831 
Proplast, 921-923 
Silastic, 919-920 
silicone fluid, 918 
Supramid, 920-921, 922 
Teflon, 918-919 
tissue glues and, 923-924 
Incision(s), for midfacial fracture repair, 
566-567 


for open rhinoplasty, 839-841 
closure of, 846-847 
for rhinoplasty, 645-648 
Infarction, cerebellar, 86, 107 
Infection(s), bacterial, 30-31 
dizziness in, 84-85 
facial paralysis due to, 121-122 
following rhinoplasty, 854-856 
following tonsillectomy, 388, 399-400 
of Waldeyer’s ring, 260-267 
pediatric considerations of, 311-316 
treatment of, 313 
peritonsillar. See Peritonsillar infections. 
tonsillectomy and adenoidectomy in, 351, 
352 
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with mandibular compression-screw sys- 
tem, 585 
with monocortical miniplate osteosyn- 
thesis, 619 
Inflammation, dizziness in, 83-85 
Informed consent, for rhinoplasty, 854 
Inheritance, autosomal dominant, 2 
autosomal recessive, 2 
X-linked dominant, 2-3 
X-linked recessive, 3 
Inheritance patterns, dominance and reces- 
siveness of, concepts of, 5 
etiologic/genetic heterogeneity and, 5-6 
monogenic, modifiers of, 4-7 
Inherited diseases. See Genetic disease(s). 
Isoflurane, 338 


Jaws, development of, in nasal airway im- 
pairment, 241 
lower. See Mandible. 


Labyrinthectomy, in vertigo, 100 
Labyrinthitis, bacterial, diagnosis and man- 
agement of. 100 
serous, diagnosis and management of, 
103-104 
viral, dizziness in, 85 
B-Lactamase-producing bacteria, effect of, 
on streptococcal ionsillitis, 267-269 
Lag screw(s), bone grafting and, in facial 
fractures, 563 
direction of holes for, 485-487 
for AO technique, 454, 455 
in comminuted mandibular fractures, 


506-509 
in mandibular fractures, 479-493 
in osteotomies, 491-492 
sizes of, for mandible, 487-488 
stages of insertion of, 484, 485 
tapping for, 485, 486 
use of, 488, 489, 490 
Lag screw(s) and compression plate(s), in 
comminuted mandibular fractures, 503- 
506 
Lag screws and plate, 488, 489, 490 
removal of, 492 
Larynx, neuromuscular disorders and, 195 
Laser systems and applications, history of, 
371-372 
Laser tonsillectomy and adenoidectomy, 
371-376 
advantages and disadvantages of, 375 
history of, 372-373 
operative technique for, 373-375 
LeFort fracture(s), compression plates in, 
568, 569 
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condyle fractures and, 500, 501, 502 
fixation of, 564 
treatment of, results of, 570 
Leptoprosopia, 250-252, 254 
Leukemia, 27 
Lighting for photography, in rhinoplasty, 
667-669 
Lip(s), cleft, 19-21 
reduction, 890-892, 893, 894 
Liposuction, fat grafts and, 916 
Liquid nitrogen, for cryosurgical tonsillec- 
tomy, 365-366, 369 
Lobule, of nose, 643, 680 
Long-face syndrome, 244 
Luhr systems, characteristics of, 573-575 
vitallium, for reconstructive surgery of fa- 
cial skeleton, 573-606 
Lung(s), chronic venous congestion of, 235 
Luschka’s tonsils. See Adenoids. 
Lymphoid tissues, pharyngeal. See Pharyn- 
geal lymphoid tissue(s). 
Lymphoma, Burkitt's, 284 
of tonsils, 283-284 
Lyonization, 7 


Magnetic resonance imaging, in peripheral 


in spasmodic dysphonias, 171, 174 
in vestibular schwannomas, 154, 156 
of Waldeyer’s ring, 232-234 
Malarplasty, 903-906 
complications of, 906 
technique of, 903-906 
Malocclusion, class II, minicompression sys- 
tem in, 600, 603 
Mandible, anatomy of, 609 
as buttress, in condylar fractures, 497, 498 
in facial fractures, 564-565 
defects of, anterior, plate reconstruction 
of, 529-531 
lateral, plate reconstruction of, 529 
reconstruction plate in, flap to follow, 
626 
development of, and development of den- 
tition, 255 
reconstruction of, after resection with re- 
tention of condylar process, 547-548 
THRP system in, 535-558 
rigid internal fixation of, and free-tissue 
transfer following tumor resection, 621- 
633 
stabilization of, methods of, 622 
compared, 631-632 
strains in, 607, 608, 609 
surgical procedures for reconstruction of, 
using titanium-coated ho!low-screw re- 
construction plate system, 535-558 





938 


Mandibular compression-screw system, 573, 
574 
advantages of, 585-586 
complications of, 585 
components of, 585 
in fractures, 579-586 
surgical procedure in, 584-585 
Mandibular fracture(s), bridging of, ideal 
treatment of, 520 
comminuted, lag screws and compression 
plates in, 503-506 
open, with oblique fragments, 506, 
507-509, 510 
rigid internal fixation in, 500-508, 510, 
511 


severe, treatment of, 509-514 
complex, and comminuted, rigid internal 
fixation in, 495-518 
with midface fractures, 514-516 
compression screw system in, 579-586 
in edentulous mandible, AO technique for 
treating, 457-477 
primary reconstruction in, options for, 520 
rigid internal fixation of, basics of AO 
technique, 441-456 
use of lag screws in, 479-493 
Mandibular reconstruction system, 573, 574 
advantages of, 586-588 
alloplastic bridging in, 589 
applications of, 586, 591, 592 
components of, 587 
indications for, 588 
techniques with, 588-591 
vitallium, 586-587 
Mandibulectomy, for malignancy, 622 
Mastoid shunt, endolymphatic, in vertigo, 


99 
Maxilla, development of, and development 
of dentition, 255 
growth of face and, 246-247 
in Crouzon’s and Apert’s syndromes, 246- 
247, 248 
Maxillary crest, in rhinoplasty, 758-760, 
761 
Maxillofacial surgery, mandibular compres- 
sion screw plate in, 575-578 
Maxillomandibular discrepancies, unit-trait 
inheritance and, 254 
Medical history, presurgical, questions in, 
321 


Medullary syndrome, lateral, 86, 107 
Melkersson’s syndrome, 123 
Meniere's disease, 87-88, 103 
Meningitis, chronic, 27 
complications following, 31 
Meningocele, 16-17 
Mentoplasty, 896-903 
augmentation, techniques in, 897-898 
Meyer, Wilhelm, 416-417 
Microcephaly, 15-16 
Microencephaly, 15-16 
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Microgenia, 896 
Micrognathia, 896 
Migraine, basilar artery, 70-71, 108 
classic, 69 
common, 69-70 
complicated, 71 
dizziness in, 87 
facial, 72-73 
hemiplegic, 71-72 
ice-pick pains in, 73 
ophthalmic, 72 
ophthalmoplegic, 71 
Migraine equivalents, 72 
Minicompression system, 573, 574 
advantages of, 599 
applications of, 593 
characteristics of, 593-594 
disadvantages of, 599-600 
indications and techniques with, 594 
Mondini’s syndrome, dizziness in, 90 
Monocortical miniplate osteosynthesis, 607- 
620 


anatomic and biomechanical considera- 
tions for, 609-614 
applications of, 617, 618, 619 
complications of, 617-619 
equipment for, 613-614 
for fractures of maxillofacial region, 608— 
609 
materials for, 610-611 
technique of, 614-617 
Motor neuron(s), lower, disorders of, 24-29 
upper, disorders of, 22-24 
metabolic and degenerative conditions 
of, 23-24 
Mouth breathing, adenoids and, 242-245 
and swallowing, 253 
dental development in, 241-242, 254 
Multiple sclerosis, 25 
clinical course of, 54-55 
diagnosis of, 56-58 
dizziness in, 94-95 
epidemiology of, 55 
incidence of, 55 
p thology and pathophysiology of, 55-56 
precaosis in, 55 
signs and symptoms of, 51-53 
otolaryngology-related, 53-54 
treatment of, 59 
Muscle(s), diseases, 29 
Muscle relaxants, 338-339 
Myasthenia, 28-29 
Myasthenia gravis, clinical features of, 199- 
200 


diagnosis of, 200 

forms of, 199 

treatment of, 201 
Myokymia, superior ocular, 45 
Myopathy(ies), congenital, 29 
Myotonic dystrophy, 29 
Myringotomy, in ear disease, 290 
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Narcotics, 339 
Nasal cycle, 750-751 
Nasal dorsum. See Dorsum. 
Nasal passages, congenital stenosis of, 245 
Nasal septum, 648-649, 743-767 
anatomy of, 744-745 
caudal deflections of, management of, 
757-758 
deformities of, classification of, 744 
severe, 762 
special considerations in, 762-766 
upper lateral cartilages and, 760 
development of face and, 245 
deviation of, following rhinoplasty, 862, 
863-864 
in rhinoplasty, 743 
innervation of, 745, 747 
reconstruction of, 754-756 
septoplasty of, versus submucosal resec- 
tion of, 752-754 
surgery of, 711 
in non-Caucasian patients, 879 
surgical management of, 744 
vasculature of, 745-748 
Nasal tip, asymmetric, and revision proce- 
dures, 778-782 
asymmetry, secondary to unilateral inter- 
rupted strip, 811-813 
augmentation, 783 
complete strip procedure of, 772, 773 
complications of, following rhinoplasty, 
870-873 
“crucified,” 814-815 
dome division procedure of, 777 
dome morselization procedure of, 775-777 
double dome unit with division of, 778, 
779, 780 
Goldman tip procedure of, 778, 781-782 
in open rhinoplasty, 843-845 
lateral crural flap procedure of, 772, 774 
loss of support of, with tip ptosis, 813-814 
projection, 821, 823 
refinement of, as difficult, 797 
in open rhinoplasty, 844-845 
rim strip procedure of, 772, 774 
sculpture, graduated systemic anatomic 
approach to, 819-821 
support mechanisms, 798 
surgery of, 769-784 
complications of, categories of, 800-819 
prevention of, 800 
delivery approaches to, 821-823 
displaced alar cartilages following, 817 
inappropriate, causes of, 798 
misadventures in, 797-824 
nondelivery approaches to, 821 
operative algorithm in, 799 
overly aggressive, 809-816 
overly conservative, 800-809 
procedures for, 771-772 
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scars following, 816-817, 820 
suture extrasion following, 819 
technical considerations in, 772-783 
Nasal valve(s), 749 
abnormalities of, 706-710 
surgical approaches to, 710-716 
area, anatomy of, 700-702 
complications, prevention of, 717-718 
pathophysiology of, 706-710 
clinical examination of, 704 
functions of, 700 
in septal deformities, 762 
obstruction of, following rhinoplasty, 865 
physiology, 699-719 
surgery, primary goals of, 710 
results of, 718 
synonyms for, 700, 748 
types of, 751 
Nasopharyngeal carcinoma, 285 
Neck, abnormalities, 21 
anatomy of, headaches and, 66 
cystic carcinoma of, 284 
lateral projections of, 230, 231 
Necrosis, following rhinoplasty, 860-861 
Neoplasm(s), facial paralysis in, 122 
Nerve section, translabyrinthine, in vertigo, 
100 
vestibular, in vertigo, 100 
Nerve(s), of nasal septum, 745, 747 
Neurapraxia, facial nerve, 117 
Neurilemomas, of head and neck, following 
irradiation, 379 
Neuritis, vestibular, dizziness in, 85 
Neurofibroma(s), in von Recklinghausen’s 
disease, 181 
Neurofibromatosis, von Recklinghausen’s. 
See von Recklinghausen’s disease. 
Neurologic disorders, clinical, in children 
with special otorhinolaryngologic rela- 
tionships, 13-34 
Neurologic syndromes, genetics of, 1-12 
Neuroma(s), acoustic, 108 
Neuromuscular disorders, 195-201 
Neuromuscular junction, disorders of, 28 
neurotoxins and, 196-197 
Neurotmesis, facial nerve, 118 
Nose, anatomy of, 679-680 
augmentation of, grafts and implants in, 
913-930 
materials for, 914-924 
particular problems in, 924 
base of, evaluation of, 907-910 
congestion of, and swallowing, 253 
deformity of, assessment of, 826 
deviated, 833 
external, parts of, 700-701 
floor of, nasal valve function and, 716 
measurement of, 826 
non-Caucasian, characteristics of, 878 
surgical correction of, 878-885 
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Nose (Continued) 
obstruction of, assessment of, 752 
following rhinoplasty, 861-862 
physiology of, 748 
rhinoplasty of. See Rhinoplasty. 
tip of. See Nasal tip. 
trauma to, 856 
Nostrils, aesthetic, 907-909 
Nutritional considerations, perioperative, in 
tonsillectomy, 345-347 
Nystagmus, afferent, 38-39 
caloric, 37-38 
clinical classification of, 36-45, 46 
congenital, 39 
convergence retraction, 41—42 
diagnosis of, 35-36 
dissociated, 40 
down-beat, 40-41 
drug-induced, 37 
efferent, 38 
gaze-evoked, 38 
induced, 37-38 
latent, 39-40 
making sense of, 35-49 
oculopalatal myoclonus, 42-43, 46 
optokinetic, 37 
periodic alternating, 41 
physiologic, 36-37 
see-saw, of Maddox, 42, 46 
up-beat, 42 
vestibular, 43-44, 46 
voluntary, 38 


Occlusion, stabilization of, in midfacial frac- 
tures, 566 

Olfactory system, 133-134 

Oncocytic metaplasia, in nasopharynx, 282- 
283 


Open-bite deformities, 244, 253 

Operative suite, for rhinoplasty, 736 

Ophthalmoplegia, internuclear, in multiple 

sclerosis, 52, 53 
migraine-associated, 71 
Opsoclonus, 45 
Oral cavity, microflora of, 259-267 
Orofaciodigital syndromes, 20 
Oropharyngeal defect, following composite 
resection, 626 

Orthognathic surgery, minicompression sys- 
tem in, 599-603 

Osseomyocutaneous flaps, in reconstruction 
of mandible, 520 

Osseous free microvascular flaps, in recon- 
struction of mandible, 520 

Osteosynthesis, compression. See Compres- 

sion osteosynthesis. 

Osteosynthesis system, mandibular. See also 
Monocortical miniplate osteosyn- 
thesis. 

principles of design of, 608 
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Osteotomy(ies), lag screws in, 491-492 
lateral, in rhinoplasty, 650-652 
maxillary, minicompression system in, 

601, 603 
medial, in rhinoplasty, 649 
with dorsal surgery, 829 
Oticus, herpes zoster, diagnosis and man- 
agement of, 102 
dizziness in, 84 
Otitis, malignant external, diagnosis and 
management of, 102-103 
Otitis media, chronic, 287, 288 
facial paralysis in, 122 
with effusion, 287, 288, 300-301 
Otorhinal structures, proximity to central 
nervous system, disorders based on, 
30-31 

Otorhinolaryngologic relationships, special, 
in children, clinical neurologic disorders 
in, 13-34 

Otorhinolaryngologic structure, innervation 
of, disorders otf, 21-30 

Otorrhea, cerebrospinal fluid, cause of, 31 

Otosclerosis, dizziness in, 83-84 

Oxygen therapy, in cardiopulmonary syn- 

drome, 238 


Paget's disease, dizziness in, 95 
Pain, ice-pick, in migraine, 73 
Palate, cleft, 19-21 
soft. See Soft palate. 
Papillomas, of tonsils, 280-282 
Patient(s), dissatisfaction of, following rhino- 
plasty, 866-867 
problem, for rhinoplasty, 678 
Penicillin, and bacterial flora of oral cavity, 
260 
in infections of Waldeyer’s ring, 313 
in peritonsillar infections, 276 
in streptococcal tonsilitis, 267, 268-269 
Peripheral disease, diagnosis of, history of, 
95-96 


laboratory tests in, 96-97 
physical examination in, 96 
Peritonsillar infections, 273-278 
complications of, 274-275 
differential diagnosis of, 275-276 
pathology of, 273-274 
treatment of, 276-277 
Pharyngeal arches, 209-210 
Pharyngeal clefts, and pouches, 210-212 
Pharyngeal lymphoid tissue(s), adenoid tis- 
sue development and, 249-252 
allergy and, 295-303 
childhood irradiation of, 377-381 
dental development and, 241-257 
physiology and immunology of, 219-228 
upper airway obstruction and, 235-239 
Pharyngeal region, early development of, 
207-209 
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Pharyngitis, diagnosis of, 312-313 
streptococcal, complications of, 314-315 
Pharyngomaxillary space, 229 
Pharynx, development of, 209-212 
facial development and, 247-249 
inflammations of, synonyms for, 311 
plain films of, 230 
Photography, for rhinoplasty, 665-670 
Physical therapy, in vertigo, 99 
Pierre Robin anomaly, 20 
Plate(s), design of, for monocortical mini- 
plate osteosynthesis, 611, 612-613 
for facial plating. See specific types of 
plates. 
Plate fixation, area of, as influence on re- 
sults, 570 
disadvantages of, 570-571 
of facial fractures, outcomes of, 570 
of fractures of mid and upper face, 559- 
572 
unsatisfactory, management in, 570 
Platelet disorders, qualitative, 327 
Pleiotropy, 6 
Pliers, bending, 522 
“Polly-beak” deformity, 825, 834, 875 
Polyneuritis, acute, 26-27 
Polyps, lymphangiomatous, of tonsils, 280, 
281 


Polytomography, of Waldeyer’s ring, 230- 
232, 233 

Pontomedullary syndrome, lateral, 86, 107 

Premedication anesthesia, 334-335 

Pressure curve(s), of compression osteo- 
syntheses, 576 

Presurgical patient, hemostatic evaluation 
of, 320-323 

Procoagulants, activation of, 318-320 

deficiencies or defects of, 327 

Proplast implants, 921-923 

Pseudarthrosis, treatment by compression 
plating, 582-583 

“Pseudo-saddle nose” deformity, 872-873, 
874 


Radiography, of neck, 230, 231 
of pharynx, 230 
Radiotherapy, childhood, of pharyngeal lym- 
phoid tissues, 377-381 
Raeder’s syndrome, 74 
Ramus, ascending, fracture of, condyle frac- 
ture and, 499-500 
fracture of, monocortical miniplate osteo- 
synthesis in, 614-617 
Reconstruction plate(s). See also Plate fixa- 
tion; specific types of plates. 
anchorage of, using titanium full body 
screws, 548-550 
and pectoralis major myocutaneous flap, 
627-628 
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AO mandibular, 521-523 
advantages of, 521 
and rectus abdominis myocutaneous 
free flap, following tumor resection, 
624-628 
application of, prior to resection, 524, 
525 
contouring of, 526 
for bridging mandibular defects, 519- 
533 
in anterior defects, 529-531 
in lateral defects, 529 
in THRP system, 540-542 
removal of, 543-545 
lingual, application of, 546 
screw head fixation in, 542-543 
Record(s), surgical, for nasal tip surgery, 801 
Retropharyngeal space, 229 
Rheumatic fever, acute, following pharyngi- 
tis, 314 
Rhinomanometry, for rhinoplasty, 718 
Rhinoplasty, adjunctive measures to, 895- 
912 
aesthetic analysis for, 681-687 
aesthetic complications of, 873-875 
analysis, 675-698 
process of, 679-688 
anatomic analysis for, 687-688 
applied anatomy in, 648-652 
basic foundations for, 675-677 
bony dorsum problems following, 868-870 
careful observation for, 676 
communication with patient for, 678 
computers in, 670-673 
consultation prior to, 678 
critical self-assessment for, 698 
external, 782 
anatomy of, 641-652 
facial analysis for, 653-674 
fees for, 727-728, 729 
follow-up care in, 741 
functional complications following, 861 
Goldman, 789 
hemorrhage following, 858-859 
iatrogenic complications of, 865-867 
immediate postoperative care in, 739-741 
incisions for, 645-648 
infections following, 854-856 
informed consent for, 854 
limitations of, recognition of, 676 
local anesthesia for, 736-737, 739 
mucosal crusting and ozena following, 
864-865 
nasal tip complications following, 870-873 
nasal valve obstruction following, 865 
necrosis following, 860-861 
nonaesthetic complications of, 873 
non-Caucasian, and adjunctive reduction 
cheiloplasty, 877-894 
cartilage-splitting approach in, 879 
pitfalls in, 887-889 
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Rhinoplasty (Continued) 
non-Caucasian, results of, 886, 887, 888 
“one-step” theory of, 784 
open, 837-852. See also Rhinoplasty, ex- 
ternal. 
advantages of, 849-850 
anesthesia for, 839 
complications of, 847 
contraindications to, 838 
dorsum in, 845-846 
experience with, 848-849 
history of, 837-838 
incision in, and exposure for, 839-841 
closure of, 846-847 
indications for, 838 
nasal tip in, 843-845 
of non-Caucasian nose, 884-885 
postoperative care in, 847 
preoperative assessment for, 838-839 
results of, 847-848, 849, 850 
septoplasty in, 841-842 
technique of, 838-847 
operative permit for, 731, 734, 735 
operative setting and anesthesia for, 721- 
742 
operative suite for, 736 
patient dissatisfaction following, 866-867 
photographs of cases, 726 
photography for, 665-670 
postoperative instructions in, 732 
postoperative sequelae and complications 
of, 853-876 
premedication for, 735-736 
preoperative evaluation for, 722-726 
preoperative instructions for, 728-731 
preparation of patient for, 726 
on day of surgery, 731 
problem patients for, 678 
reconstructive, 778-782 
revision of, 778-782 
rhinomanometry for, 718 
scheduling of, 727 
septal deviation following, 862, 863-864 
septal perforation following, 863 
septal problems following, 862-863 
surface landmarks for, 643 
surgical plan for, formulation of, 688-698 
technical complications of, 867-873 
technical skills for, 676 
terminology in, 642, 644 
trauma following, 856-858 
vertical dome division in, 785-796 
Riley-Day syndrome, 28 
Rubella, congenital, diagnosis and manage- 
ment of, 101 


“Saddle-nose” deformity, 831-832, 859, 875 
Salicylates, dizziness associated with, 94 
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Scar surgery, nasal valve and, 716 
Schirmer’s II test, in facial paralysis, 124 
Schwannomas, vestibular, 149-160 
diagnosis of, 152-154, 155, 156 
etiology and epidemiology of, 149 
natural history of, 149-152 
treatment of, 154-158 
complications of, 158 
Screw(s). See also Mandibular compression- 
screw system. 
and compression plates, in facial fractures, 
560, 561 
AO/ASIF, 482-483 
AO system, integrated in THRP system, 
545 
design of, for monocortical miniplate os- 
teosynthesis, 611-612 
full body, and hollow, in THRP system, 
compared, 555, 556-557 
in THRP system, 538-540, 557 
titanium, anchorage of reconstruction 
plate using, 548-550 
head/plate fixation, in THRP system, 541, 
542-543 
hollow cylindric, with THRP plates, 542 
hollow titanium, in THRP system, advan- 
tages of, 555, 556-557 
in mandibular compression-screw system, 
580-581 ! 
in THRP system, 535, 537 
removal of, 543-545 
lag. See Lag screw/(s). 
perforated hollow, in THRP system, 537- 
538, 539 
pretapped, 480-482 
self-tapping, 480, 481, 482 
vitallium, 581 
size and torque of, 484 
stabilizing, in zygomatic fractures, 567 
Septoplasty, in open rhinoplasty, 841-842 
of nasal septum, versus submucosal resec- 
tion, 752-754 
Septum, nasal. See Nasal septum. 
Silastic grafts, 925 
Silastic implants, 919-920 
Silicone fluid implants, 918 
Sinus(es), paranasal, in von Recklinghausen’s 
disease, 186 
Skin, assessment of, for rhinoplasty, 827 
necrosis, following rhinoplasty, 860 
Skull, size and shape, abnormal, 13-17 
Sleep apnea, obstructive, neurologic mani- 
festations of, 31 
Sleep apnea syndrome, 235, 341-342 
anesthesia for tonsillectomy and ade- 
noidectomy in, 342-343 
medical considerations associated with, 
342 
Smell, disorders of, 133-141 
classification of, 134-135 
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etiology of, 135-139 
testing of, 140-141 
treatment of, 141 
Soft palate, development of, 252-253 
length, and cleft palate, 253 
Soft-tissue coverage, in AO technique, 524 
Spasmus nutans, 40 
Spinal cord, in multiple sclerosis, 52-53 
Stabilization plate, for AO technique, 446, 
447-452 
with lag screws, in mandibular fractures, 


506 
Stapedius reflex, in facial paralysis, 124 
Streptococci, in oral infections, 262-264 
Streptomycin, in vertigo, 98-99 
Submucosal resection, of nasal septum, ver- 
sus septoplasty, 752-754 
Supramid grafts, 924-925 
Supramid implants, 920-921, 922 
Surgery. See also specific surgical proce- 
dures. 
hemostatic evaluation for, 320-323 
of nasal tip, 769-784 
Suspension, craniofacial, in facial fractures, 
570 


Swallowing, mouth breathing and, 253 
neuromuscular disorders and, 195 
tongue and, 253 

Syphilis, dizziness in, 85 

Systemic disease, dizziness associated with, 

94-95 


Taste, disorders of, 141-147 
etiology of, 143-145 
testing of, 145 
treatment of, 145-146 
mechanisms of, 142 
Teflon grafts, 925 
Teflon implants, 918-919 
Temporomandibular joint prosthesis, after 
hemimandibulectomy and exarticula- 
tion, 550-551, 552 
and THRP system, 546-547 
Tension-band plate, in AO technique, 446, 
449-452 
Tension-band splint, in AO technique, 446, 
447-449 
Tension banding, in AO technique, 445- 
446, 447 
Thrombocytopenias, 327 
Thrombosis, with carotid artery trauma, 30 
THRP system, advantages of, retention of 
condylar process and, 548 
applications of, 535-536 
bridging of defects by, 557 
characteristics of, 536, 558 
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clinical results of, 554 
direct attachment to bone in, 536, 537 
full body screw in, 538-540 
in surgical procedures for reconstruction 
of mandible, 535-558 
integration of AO system screws in, 545 
lingual application of, 551-554 
perforated hollow screw in, 537-538, 539 
reconstruction plate in, 540-542 
screws in, compared, 555, 556-557 
stability of, 536, 557 
surgical procedures using, 547-554 
Tissue(s), in humans, lymphocyte distribu- 
tion in, 223 
Titanium, advantages of, in THRP system, 
536-537, 540-541 
Titanium-coated hollow-screw reconstruction 
plate system. See THRP system. 
Tomography, of Waldeyer’s ring, 230-232, 


233 
Tongue, and lingual tonsils, 213-214 
tonsil concretions and, 305-309 
and swallowing, 253 
Tongue thrust, 253 
Tonsil concretions, and tonsilloliths, 305- 
309 


differential diagnosis of, 307-308 
occurrence of, 305 
Tonsillectomy, anesthesia for, 331-344 
as outpatient procedure, 345, 353 
carotid dissection in, nerve injury in, 396 
complications of, 383-390 
contraindications to, 350, 351-352 
“controlled” studies of, implications of, 
409-413 
conventional surgery in, 352-353 
delay in, assessment 3 months following, 
407-408 


consequences of, 405-408 
fatalities associated with, 383-385 
history of, 273, 415-419 
Hodgkin's disease and, 399-404 
immunologic disturbances and infection 
following, 388, 399-400 
immunologic levels in, 226-227 
in cardiopulmonary syndrome, 238 
in peritonsillar infections, 276-277 
indications for, 349-352 
intraoperative management, 346 
pain following, 387 
pediairic indications for, 315 
perioperative nutritional considerations in, 


postoperative bleeding in, 385-387 

management of, 391-397 
postoperative care in, 346-347, 360-361 
preoperative period, 345-346 
preparations for, 353-354 
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Tonsillectomy (Continued) 
technique of, dissection and snare, 356— 
357, 358 
laser. See laser tonsillectomy and ade- 
noidect 


omy. 
local, 357-358, 360 
tonsillotome or tonsil guillotine, 357 
tissue trauma associated with, 388 
Tonsillitis, complications of, 274 
recurrent, organisms in, 268 
streptococcal, effect of B-lactamase-pro- 
ducing bacteria on, 267-269 
tonsillectomy in, 350-351 
Tonsilloliths, composition and etiology of, 
306-307 


differential diagnosis of, 307-308 
occurrence of, 305-306 
treatment of, 308-309 
Tonsils and adenoids, pathology of, 279- 
286 
traditional approach to surgery of, 349- 
363 


and allergy, 299-300 
antibody production in, 221 
as components of Waldeyer’s ring, 207 
bleeding anesthesia in, 340-341 
classification and description of, 215-217 
development of, 212-214 
functions of, alterations of, with age, 
226 
gross, microscopic, and functional anat- 
omy of, 222-223 
gross anatomy of, 214-217 
immunologic functions of, 224-225 
other than antibody production, 225- 
226 
immunologic structure of, 220-224 
removal of. See Tonsillectomy. 
surgery of. See Tonsillectomy. 
Toxic-shock syndrome, following rhino- 
plasty, 855 
Transcutaneous nerve stimulation, in vascu- 
lar headache, 77 
Trauma, dizziness in, 92-94 
facial paralysis associated with, 122-123 
following rhinoplasty, 856-858 
Tumor(s), dizziness in, 90-92 
mandibular reconstruction system in, 
588-589, 590 
resection of, AO reconstruction plate and 
rectus abdominis myocutaneous free 
flap following, 624-628 
microvascular free-tissue transfer with 
rigid internal fixation of mandible fol- 
lowing, 621-633 
Turbinate(s), inferior, head of, nasal valve 
and, 716 
hypertrophy of, 765-766 
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Unit-trait inheritance, and maxillomandibu- 
lar discrepancies, 254 


Valve, definition of, 700 
nasal. See Nasal valve(s). 
Vascular syndromes, dizziness in, 85-87 
Ventilation, high-frequency, and anesthesia, 
337-338 
Vertebral basilar insufficiency, diagnosis and 
management of, 106-107 
Vertigo, benign positional, 88-89, 101 
cervical, 93, 108 
in multiple sclerosis, 54 
treatment of, medical, 97-99 
surgical, 99-100 
Vestibular disorders, 83-112 
Vincristine, in leukemia, 27 
Viral infections, respiratory, and allergy, 300 
Viruses, infections caused by, 266 
Vitallium, for self-tapping screws, 581 
Vitallium Luhr systems, for reconstructive 
surgery of facial skeleton, 573-606 
Vitallium mandibular reconstruction system, 
586-587 
Vitamin E deficiency disease, 27-28 
Vocal cords, neuromuscular disorders and, 
195, 196 
paralysis, 196 
Voice therapy, in spasmodic dysphonia, 
175-176 
von Recklinghausen’s disease, 152, 179-193 
central nervous system findings in, 181- 
182 
epidemiology of, 179 
facial bones in, 187 
facial tissues in, 188 
larynx in, 190 
neck and chest in, 188-189 
oral cavity in, 187-188 
otolaryngologic manifestations of, 191 
otologic findings in, 184-186 
paranasal sinuses in, 186 
skin findings in, 180 
skull and orbit in, 182-183, 184, 185 
surgery in, 190-192 
symptoms of, 179-180 
tumors in, 180-181 
von Willebrand’s disease, 326-327 


Waldeyer’s ring, benign lesions of, 280 
clinical microbiology of, 259-272 
diagnostic imaging of, 229-234 
disease of, coagulation disorders in, 317- 

329 
embryogenesis and anatomy of, 207-217 
histoanatomy of, 279-280 
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hyperplasia, in adults, 283 
infections of, 260-267 
and inflammations of, pediatric consid- 
erations of, 311-316 
treatment of, 313 
inflammations of, ear disease in, 287-294 
lymphoid tissue of, cryosurgical treatment 
of, 365-370 
structures included in, 299 
Wallenberg’s syndrome, 86, 107 
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Xeroradiography, of Waldeyer’s ring, 230 


Yeasts, infections caused by, 266-267 


Zyderm, 916-917, 925 
Zyplast, 916-917 





